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ENTRY POINTS 


FROM ENTER THIS HAP 

HAP ENTRY PAGE STEP 
NUMBER { POINT NUMBER NUMBER 
FOO3 | A 1 001 


001 
(ENTRY POINT A) 


THIS MAP ASSUMES prHAL A FAILURE HAS OCCURRED 
Iu ANOTHER MAP j THEREFORE, WILL ALWAYS 
IDENTIFY A FALLIN 





a ONLY WHEN LWSTRUCTED TO DO SO BY ANOTHER 
CONNECT INTERRUPT POINTER WITH DCP 
RESULT=0? 
ep Eres NAR TEI a a ea UCU Be 

002 

ae aa INTERRUPT POINTER ERROR GO TO MAP 

MDI=$FIXT 
bo 3 
DEVICE RESET 
RESULT= 4? 
apie re X,TFO51,2,0004,E0 
l 

004 

DEVICE RESET ERROR, EXCHANGE CARD 

VERIFY THE REPAIR. 
{ MDI=$FIXT 
bo5 
PREPARE TO LEVEL 0 
RESULT= 0? 
ate aa 22,0000, EQ, PLNG=4, PARM=0001 

006 

PREPARE LEVEL OQ ERROR, EXCHANGE CARD 

VERIFY THE REPAIR. 
| MDI=$FIXT 

07 
Arecan POINT 

ISCONNECT ri INDICATOR PANEL FROM THE CARD 
AT THE CARD CONNECTOR J2. 


*CE RESPONSE NECESSARY. 
COMMUNICATIONS FNDICATOR PANEL DISCONNECTED? 
vas =$QUES 


008 
GO TO STEP 007, ENTRY POINT B. 
| MDI=$GOTO, TYPE=INTRNL,EP=B 
09 
TEST RESULTS OF 0 IN STATUS WORD 2 
RESULT= 0? 
a X,TFO26, 22,0000, EQ, PLNG=4, PARM=0000 
010 
EXCHANGE THE CARD 
VERIFY THE REPAIR. 
MDI=$FIXT 


COPYRIGHT IBM CORP 1976 
REVISED 1979 


STATUS WORD 


2= C0? 


16JUL79 
EC375465 


MAP FO97-1 


PN4U12849 
PEC375135 
MAP FOO7-1 
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ay 


TOR PANEL CABLE CONNECTOR, CHECK 


1 
ON THE INDICA 
ANCE OF THE PINS. 


THE RESIST 
NOTE: 
USE THE 1K OHMS SCALE AND PLACE THE POSITIVE 
OHMS LEAD OF THE MULTIMETER ON PIN AO3.  T 
RESISTANCE SHOULD BE NEAR THE SAME FOR ALL THE 
PINS BUT NOT OPEN CIRCUIT OR SHORT CIRCUIT 
*CE RESPONSE NECESSARY. * 
ALL PINS GOOD? 
MDI=$QUES 
Y N 

012. 

EXCHANGE THE INDICATOR PANEL! 

VERIFY THE REPAIR. 

MDI=$FIXT 

13 
ON THE CABLE CONNECTOR CHECK FOR THE CORRECT 
RESISTANCE VALUE BETWEEN THE PINS, SEE TABLE. 
USE THE 1K OHMS SCALE AND PLACE THE NEGATIVE 
OHMS LEAD OF THE MULTIMETER ON PIN AO3. THE 
RESISTANCE SHOULD BE OPEN CIRCUIT 


*CE RESPONSE NECESSARY. * 


MDI=$Q 
Y N 
| o14 

EXCHANGE THE INDICATOR PANEL! 

y BR LEY THE REPAIR. 

MDI=$FIXT 

15 
ON THE CABLE CONNECTOR CHECK FOR CONTINUITY 
BETWEEN THE PINS SEE TABLE. 
ENSURE ALL THE SWITCHES ARE TO THE UP POSITION 
AND PLACE TO THE DOWN POSITION ONLY THE SWITCH 
TO BE TESTED. WHEN TESTED RETURN THE SWITCH 
TO THE UP POSITION AND CONTINUE TESTING THE 
OTHER SWITCHES. 


*CE RESPONSE NECESSARY. * 
ALL THE PINS GOOD? 
api Seuss 


THE INDICATOR PAWEL 
E REPAIR. 


Ce Ge Ge EE 


Ww 


aes | aie aa (ONTENTS 
FROM TO {EAne oe 
TEST 
AQ3 B12 0 | 
AQ3 B11 2 
AQ3 B10 4 
A03 BO9 6 
AQ3 A12 I 
AQ3 A11 3 
AQ3 A10 5 
AQ3 A09 7 
FROM | TO |ranp pues 
AQ 3 | B12 0 
AQ3 B11 2 
AQ3 B10 4 
AQ 3 BO9 6 
A03 A12 1 
A03 A11 3 
AQ3 A10 5 
A03 A09 7 
Sena SWITCH ~~" JT FROA 7 TOT 
LINE SELECT 1 | AQ3 | AOY 
LINE SELECT 2 AQ3 BOY 
LINE SELECT 4 | AQ3 AQ5 
DISPLAY/FUNCTION AC3 B05 
DISPLAY/FUNCTION 2 |A03 A06 
DISPLAY/FUNCTION 4 |A03 B06 
DISPLAY/FUNCTION 8 1303 | AQ7 
DISPLAY/FUNC TION i AQ3 | BO7 
16JUL79 
EC375465 
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647 
ON THE CABLE CONNECTOR CHECK FOR_ AN OPEN 
CIRCUIT BETWEEN THE PINS PER THE TABLE. 
ENSURE ALL THE SWITCHES ARE TO THE DOWN 
POSITION AND PLACE TO THE UP POSITION ONLY THE 
SWITCH TO BE TESTED. WHEN TESTED RETURN THE 
SWITCH TO THE DOWN POSITION AND CONTINUE 
TESTING THE OTHER SWITCHES. 
*CE RESPONSE NECESSARY. * 
ALL THE PINS GOOD? 
MDI=$QUES 
| N 
| 018 

EXCHANGE THE INDICATOR PANEL! 

VERIFY THE REPAIR. 
MDI=$FIXT 

19 
ON THE CABLE CONNECTOR CHECK FOR CONTINUITY 
BETWEEN THE PINS, SEE TABLE. 
ENSURE ALL THE SWITCHES ARE TO THE DOWN 
POSITION AND PLACE TO THE UP POSITION ONLY THE 
SWITCH TO BE TESTED. WHEN TESTED RETURN THE 
SWITCH TO THE DOWN POSITION AND CONTINUE 
TESTING THE OTHER SWITCHES. 


*CE RESPONSE NECESSARY. * 
ALL THE PINS GOOD? 


MDI=$QUES 
Y N 
| 020 
EXCHANGE THE INDICATOR PANEL! 
Ent oee THE REPAIR. 
| MDI=SFIXT 
21 
ON THE CABLE CONNECTOR CHECK FOR’ AN OPEN 
CIRCUIT BETWEEN THE PINS, SEE TABLE. 

URE ALL THE SWITCHES ARE TO THE UP POSITION 
AND PLACE TO THE DOWN POSITION ONLY THE SWITCH 
TO BE TESTED. WHEN TESTED RETURN THE SWITCH 

THE UP POSITION AND CONTINUE TESTING THE 
OTHER SWITCHES. 
*CE RESPONSE NECESSARY. * 
ALL THE S GOOD? 
MDI=$QUES 
Y N 
022 
EXCHANGE THE INDICATOR PANEL. 
VERIFY THE REPAIR. 
MDI=SFIXT 
23 


ENTRY POINT C 
ECONWECT THE INDICATOR PANEL TO THE CARD AT 
COHNECTOR J2 


PLACE ALL THE SWITCHES TO THE OFF POSITION 
*CE RESPONSE NECESSARY. * 


niket Pht PANEL RECONNECTED AND SWITCHES OFF? 


o 
H 








ie: fe SWITCH ~~ ~FROH T TO | 
LINE SELECT 1 AQ3 AQ4Y 
LINE SELECT 2 AQ3 BOY 
LINE SELECT 4 | AQ3 AQ5 
DISPLAY/FUNCTION AC 3 B05 
DISPLAY/FUNCTION 2 |A03 AQ6 
DISPLAY/FUNCTION 4 |{A0Q3 B06 
DISPLAY/FUNCTION 8 jA03 AQT 
DISPLAY/FUNCTION te A03 BOQ7 

Sn SWITCH ~~ T FRON [ TO” 
LINE SELECT 1 | BO 1 AQ 
LINE SELECT 2 BOQ 1 BO 4 
LINE SELECT 4 { BO 1 AQ5 
DISPLAY/FUNCTION BC 1 BO5 
DISPLAY/FUNCTION 2 | B91 A06 
DISPLAY/FUNCTION 4 {B01 BO 6 
DISPLAY/FUNCTION 8 |{BO1 AQ7 

DISPLAY/FUNCTION 161201 | BO7 | 

aet  e SWITCH ~~ JT FROH 7 TO | 
LINE SELECT 1 BO 1 A0Y 
LINE SELECT 2 BO 4 BO 4 
LINE SELECT 4 { BO 1 AC5 
DISPLAY/FUNCTION BO 1 BO5 
DISPLAY/FUNCTION 2 [B01 AQ6 
DISPLAY/FUNCTION 4 |BO1 BO 6 
DISPLAY/FUNCTION 8 {B01 AQ7 
DISPLAY/FUNCTION 16{ B01 BO7 
16JUL79 

EC375465 
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Nh 
, 1 


0 TO PAGE STEP 023, ENTRY POINT C. 
DI=$GOTO, TzbES INTRNL, BP=C 


7 rbd aay PANEL AGAIN 
$TUXX.T F026, 2,0000, EQ, PLNG=4, PARM=0000 


Omtit 


THE COMMUNICATIONS INDICATOR PANEL 
E REPAIR. 


Oren 


Y POINT D 


Qn 


orn ritr 


) 
N 
© 


GO TO STEP 027, ENTRY P 
MDI=$GOTO, TYPE= INTRNL,E 
Pl ai PANEL AGAIN 

TUXX, TFO26,2,0000, EQ, PLNG=4, PARM=FFFF 


Opin 
HMWMWw 
mt | 





NGE THE CARD 
AIR 


Otis 
HWOQO 


Y POINT BE) 
THE SWITCHES TO 10101010. 


ESPONSE NECESSARY. * 
OES TO AA? 


Lo 
OomQ ettiw 
Or 


ON EMO SHNNW BO © SHH Pa EO = 
Ww 
tO 


R 
E 
R 
C 
$ 


+3 


O TO STEP 031, ENTRY POINT E. 
DIi=$GOTO, TYPE= INTRNL,EP=E 


ae ae PANEL AGAIN 
STUXX, TFO 26, 2,0000, EQ, PLNG=4, PARM=AAAA 


Otiw 
Wor 


ANGE THE CARD 
FY THE REPAIR. 
S$FIXT 


Ores Ww 
Ry HOO S 
by Fe hea 


wow 
rt 
<a 


tH 


ne FOUND, SUSPECT RESEAT PROBLEM 


TEST STATUS 


TEST STATUS 


TEST STATUS 


WORD 2 FOR OO. 


WORD 2 FOR FF 


WORD 2 FOR AA 
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